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FIG. 3789. DIAMOND VISE. 

This combination Vise and Anvil is 
not to be compared with the farmers’ 
vises, which have been on the market. 
The face of anvil is chilled, ground and 

E olished, and is 3x7 in. (not including 
orn); the vise jaws are faced with 
steel, nicely milled, and are 4 in. wide. 
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